| 25X1A : 
HERE P Has 7Ronga0g2 g 
“INFORMATION REPORT CD NO. ) 


ee - oe i: DATE DISTR. «18. oc 51 
ac caeer a | 
) NO.OF PAGES 2 


erground Fuel. Depots. 


NO. OF ENCLS. 


at :D CUSTED BELOW) 
oe OF : 2X : 5 | SUPPLEMENT To 
mae REPORT NO, 


It was Beas in Decenber 1950 that two large underground fuel depots wera 
ine constructed at Petftird’ and Almasffisit8, which, when completed, would be 
‘Le to contain. half. of the entire fuel supply of the Hungarian frmy, 


under ground depot at Felcsut is sald by one source to curtain over 30,000 
ms. of. fuel. Another source gives the capacity as about 4,000 tons, and adds 
that the depot is designated Depot Ne. 7 (of the flungarian ame and that it 
od o ‘supply. the: ‘2nd and 9th Infantry Divéons. 


allation ie Szeged, belosietng ‘to. the corps. of engineers of the Hungarian 
ich wa. completed. in 1939, comprises 20 tanks Leiehous a totes capacity of 


ese tanks: contain gasoline, a . 
8 have been reported at. the following places: 


4s waa to have been comleted in June 19513 capacity, 60, 000 Liters, 
nt-Marin, five kiloneterg north-northwest of Verpelet (3 45)o Buslt in 1350 
or Vachartyan.. A l-rge underground depot. 

Ocsa, . Capacity alleged to be over 30,000 tons, 
ee daira. Three underground depots near the airport. 

-Lovasbereny, Alleged to contain some 7,000 barrels of fuel. 
Mor. 2 tntee underground cement tanks. 
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